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FOREWORD 


۶۰٠٠٠۹٠٠۹٠٠٦ est introduction to the subject of sen 
mechanics, one is impressed most, perhaps, by the profusion 
of unknown or questionable factors involved in accurately 
predicting soil behavior. For this reason, attempts at 
formulization of these unknowns are of primary interest. 
This impression, more than any other factor, served as a 
stimulus for undertaking the investigation reported in this 
5٦651 ٭‎ 
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to Assistant Professor Robert L. Schiffman who, as adviser, 
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mental program, 
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hints and suggestions and alse by making available the 
facilities of the entire section. This assistance was in- 


valuable. 
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ABSTRACT 


In order to predict more accurately the settlemen* 
Of structures, many approaches to the theory of consolidation 
have been made. The most famous of these is the Terzaghi 
theory. The limitations of this theory as associated with 
construction loading have been recognized by Schiffman in 
his approach to 2 mathematical solution. Marron initiated 
investigations into the validity of Schiffman's work, and 
it is the purpose of this investigation to further these 
8016+ 

Testing was carried out on two types of apparatus. 
The first one, a standard, two-position static loading de- 
vice, was utilized during three series of tests including 
a usual incremental test, a large incremental test, and a 
small incremental test. 

The second apparatus consisted of a Conbel load- 
ing device which was operated by air pressure regulated 
through a valve which in turn was connected to an opening 
mechanism. This opening mechanism consisted of a geared- 
down electric motor whose output rate could be varied by a 
belt-and-pulley arrangement to the valve stem. Thirteen 
test runs at varying rates were conducted with this device. 

Permeability readings were conducted throughout 
testing by use of a constant head permeameter developed by 
Marron. 


Vill 





The material used throughout testing was a pure 
kaolinite clay, the inclusion of which it was hoped would 
eliminate many of the ineéonsistencies encountered in a natu- 
E soll RE Se would pe that much more easily In= 
terpreted. 

The results of this experimentation show that there 
is a definite effect upon total strain and void ratio change 
wmn eeit on of different Loading conditions. It can defi- 
nitely be seen that large increments and more rapid loading 
rates cause larger deformation. 

For the static tests it was seen that larger per- 
meabilities were experienced at the same porosity when large 
increments were applied than when small increments were ap- 
puces 

During the time dependent loading tests, the re- 
sults failed to show any definite relationship between per- 
meability and porosity, though the fact that there was a 
spread of values leads to Speculation that further, more 
intensive study along this line would be warranted. 

It is concluded that as far as the scope of this 
study has investigated, Schiffman's approach to the consoli- 
dation of soil under conditions of time-dependent loading 


and varying permeability is valid. 
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PRA I. 
INTRODUCTION 


A. Objective 


The purpose of a study of soil mechanics is to be 
better able to predict the behavior of soil under varying 
conditions encountered in the field. One aspect of soil be- 
havior quite important in all construction is the process of 
consolidation and just how much settlement can be expected 
after the construction takes place and a load is applied. 

The studies by Dr. Karl Terzaghi in this field are 
almost universally followed. However, many investigators 
have recognized certain shortcomings therein and have at- 
tempted to extend Terzaghi's theory with modifications to 
take care of these shortcomings. 

Very recent work by Assistant Professor Robert L. 
Schiffman of Rensselaer Polytechnic Institute has presented 
4 mathematical solution to consolidation under conditions of 
time-dependent lo^ding and varying permeability. It is con- 
sidered that such conditions more accurately approximate 
actual field situations. 

It is the avowed purpose of this study to conduct 
a series of consolidation tests under various rates of load- 
ing. Perhaps, not as a direct result of these tests alone 
but after a period of extended study, Schiffman's and/or 
similar approaches can be completely validated. Thus, the 


practice of soil mechanics will become more nearly a science. 





B. Historical Review 

Dr. Karl Terzaghi, in one oi his works (9) states 
that in 1856 Tyndall discussed "partially consolidated mud" 
in his "Fragments of Science", For the next few decades work 
done in the direction of consolidation was mostly as con- 
nected with agriculture. However, to illustrate that the 
problems of consolidation were still being studied by the 
pioneers in the field, Collingwood (1) in 1891, at a lecture 
presented at Rensselaer Polytechnic ee stated that 
subsurface exploration should be carried out to such à depth 
as to preclude the possibility of the presence of a compres- 
sible layer. 

However, 211 of these statements and all the em- 
pirical formulae previously developed were shoved into ob- 
scurity when in 1925 Dr. Terzaghi (8) published his "Theory 
of Consolidation". For the first time engineers had ot their 
disposal a quantitative method of predicting consolidation 
under loading. Since 1925 there have been innumerable trea- 
tises either ne ee or upholding Dr. Ter- 
zaghi's work (2, 3, 5, 4 10), but to this day his theory is 
still the basis of all work in the field. 

The most questionable of Dr. Terzaghi's origina3l 
assumptions, however, is that of instantaneously applied 
loading, and although graphical approximations to time rates 
of loading and total settlement have been developed, there 


has been no rigorous mathematical solution to the problem. 





Schiffman (5) has attempted this mathematical approach re- 
cently, and Marron (4) initiated laboratory work in an at- 
tempt to justify Schiffman's approach. In this work, the 


author intends Go further these studies of Marron. 





Fang II, 
THEORY 


A. General 

It is generally acknowledged that the most valid 
theory of consolidation of soils is that proposed by Dr. 
Karl Terzaghi (8) in 1925, There is actually little point 
in bringing forth any theory introduced prior to this time. 
since this important contribution of Dr, To ai e, 
there have been certain modifications end extensions pro- 
posed (5, 7) and it might be well to mention them. 

Further, although it is understood that many vol- 
umes of theory could be included as being pertinent, the 
author has no intention of restating much of the fundamental 
work which is readily available in almost any standard text- 


Book A Soil mechanics., 





B. Theory of Terzaghi 


The assumptions stated by Dr. Terzaghi in the pre- 


his theory are as follows: 


Homogeneous soil 
Voids of the soil are completely filled with 
water 
Water and solid constituents of soil are com- 
pletely incompressible 
Darcy's law 1s strictly valid 
The coefficient of permeability K is a con- 
stant 
The time lag of consolidation is due entirely 
to the low soil permeability 
Thewetay is Tateraliyv confined 
Both the total and effective normal stresses 
are the same for every stage of the process 
01 ۹ 29 771 
Àn increase in the effective pressure from an 
initial value 局 ا‎ E value £ reduces 
the void ratio of the clay from an initial 
MIC "tcov sac cicer ato 
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is assumed a ten for the range of pres- 
sure Po to م‎ "o o is called the coeffi- 


Silent ol compress1b1lLity. 
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Using these assumptions and considering a layer 


Sensation 
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of clay buried beneath a bed of highly permeable sand with a 
uniformly distributed surcharge instantly applied to the 
surface of the sand (Figure 1), Dr. Terzaghi developed the 


following differential equation: 
۲۲ ۰ - 27 


JE Wc Tz 


in which, 
(A= excess pore pressure 
A د‎ 
K = the coefficient of permeability 
Yw” the unit weight of the water 


aye 

My. = = the coefficient of volume decrease 
_ ¡+ €. 

= vertical distance 


For Ies the relation 


Cyc‏ = و 
where 9 becomes the coefficient of consolidation.‏ 

It is interesting to note that the process of con- 
solidation as brought forth by Dr. Terzaghi has been shown to 
have mathematical analogues with the following physical 
processes: heat transfer, diffusion of substances dissolved 
in liquids, diffusion of gases, propogation of electric cur- 
rents in cables, and movement of solid bodies through a 
stationary viscous liquid. (9) 

For the boundary conditions stated and by use of 
Fourier's series, Dr. Terzaghi's differential equation leads 


5 er 
to the یں ا‎ equation: Len) i. A 
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Ihe relationship 


Ty = ہے‎ = Es x = 
۷ 
represents an independent variable called the "time factor". 

However, the ultimate purpose of the theory is to 
predict settlement. 

The decrease dP of the thickness of a horizontal 
layer of original thickness dZ is: 

dp:Andz-wy(p.-u)dz 
lherefore settlement e AT 
/ ۸ | 
P= [ande =m pH- lude) (o 

Substituting this value in equation (1) and integrating re- 
SultS in: 8 PA miêu, Gene) Te 4 

Pimp, uli m Samy € 7 (3) 
it can be seen سد‎ the factor outside the brackets repre- 
sents the ultimate .. for as time ( approaches 
infinity, the right-hand side of the relationship in brackets 
approaches zero. 

Roe کل اه‎ not mscessary In most cases CO Eo 
through all these computations, since Terzaghi and Frohlich 
(9) plotted a family of curves (Figure 2) to approximate | 
various loading conditions. Thus the process of predicting 
à reasonable value of settlement at a particular time is 
greatly simplified. First, the ultimate settlement is com- 
puted using the relationship: 

f, =H My ava 


Next, the time factor fy 12۳۷۷۷۷۲۰۰۷ ۹,8: 7۲ 
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the chart of time factor versus degree of consolidation 
(Figure 3) a value of U% is arrived at. 


Therefore, the settlement at the particular time 7 


7,2 
ứ RC E 7 


However, one important fact has been overlooked 


is merely 





N 


thus far. Very seldom in the field is a load instantan- 
eously applied and not subsequently increased. Recognizing 
this fact, Terzaghi and Frohlich (9) developed a graphical 
method. This is pictured in Figure 4. The phenomenon of 
linear load increase is exemplified, but other conditions 
of gradual load application are set forth in Terzaghi and 


Frohlich (9). 
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C. Research by Taylor 
D. W. Taylor published in 1942 (7) the results of 


several years! study of the consolidation of clays. The 
outcome of the studies was an indication that settlement 
predictions based upon the data of conventional consolidation 
tests are likely to be seriously in error unless the incre- 
ments of load for the test and the actual structure are es- 
Sen alike. In other words, the research indicated 

that the consolidation relationship is not independent of the 
loading increment as Dr. Terzaghi's theory indicates. In 
conclusion, Taylor (7) stated that his results were conclu- 
sive enough to show that a need existed for more study into 


the factors which vary during consolidation. 
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2361111 1 5 وا‎ 11 (5) a mathematical approach 
to the condition of time-dependent loading and varying per- 
meability of soil. His basic assumptions are: 

l. Soil mass is completely saturated, the fluid 
incompressible, and the soil is of incompres- 
sible particles of small size 

Darcy's law is instantaneously valid‏ ہے 

3. The change in volume is small as compared to 
the original volume and is linear 

Next he develops a differential equation of the 
general theory of consolidation with varying permeability 
and time-dependent loading and presents it in three forms 


as follows: 


cida Qe 


(1) avut«gu.v Kc *QuVusKeV uv Gu 


dx 


c E us. | 
(2) f£(pk)-&(vK VKe)e d Kv K-£KVKeoQhu کې‎ oF 


(3) V Ks Va - a llo- رسا‎ uE sak pu + سال‎ 


mw $ 
However, the condition most closely approximated 


by the standard consolidation test is so-called one-dimen- 
sional consolidation. Under one-dimensional consolidation 
the following working conditions are evident: 

۰۰۰۱۹ 1۶643701 1۲1471006 


(2) clay layer of finite thickness 
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(3) clay layer infinite in width and breadth 

(4) loadmesensche surface is infinite inW"exbtent 

(5) the initial coefficient of permeability is 
uniform throughout clay layer 

(6) initially imposed excess pore pressure is 
uniform throughout clay layer 

Using these limiting کے ےت‎ the differential 


equation becomes: 


[c,. 25 12M à „2% o. Qu 


uc ا‎ 
o* wy, J 224 a نو يو"‎ +h = ot 
in which 
Kz rate of change of imposed excess pore pressure 
Ge coefficient of consolidation at beginning of 


consolidation 
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FARE TII. 
MATERIALS AND APPARATUS 


The soil samples used during this investigation 
were prepared from pure kaolin clay received from Ward's 
Natural Science Corporation, Rochester, New York. The 
sample designation was "Kaolinite--Dry Branch Ga. Dana 
#192". An attempt to magnify the permeability readings by 
using samples composed of 50% kaolin and 50% of a sifted 
Silt was abandoned when it was discovered that the readings 
were virtually unchanged. 

> Throughout the testing program a standard 2i" 
fixed ring consolidometer as shown in Figure 5 was used. 
The sample was separated from the porous stones by filter 
paper sheets which tended to prevent clogging the pores of 
the stones. 

Loading during the static tests was applied by 
use of a Soil-Test Model C-280 beam loading device which 
afforded two positions for running duplicate tests. 

Loading during the continuous loading test was 
applied by use of a Conbel Model 350 as shown in Figure 6. 
This apparatus was adapted to continuous loading by placing 
a Conoflow regulator valve in the line supplying air pres- 
sure to the pressure accumulator of the Conbel equipment. 
This valve was gradually opened by means of a belt and pul- 


ley arrangement connected to a gear train and driven by a 
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Holtzer-Cabot electric motor (9 watt--75 oz.-in. torque) as 
shown in Figure 7, which in turn was geared down to one 
revolution-per-minute. Various rates-of-opening the valve 
were obtained by varying the pulley ratios. 

Permeability readings throughout all tests util- 


ized a constant head permeameter as shown in Figure ۰ 
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PARE IV. 
METHOD OF PROCEDURE 


A. Preparation of Sample 


Preparation of samples was at the liquid limit 
which was computed according to ASTM Standards. The flow 
curve from this determination is shown in Figure 9. This 
agreed favorably with the value determined by Marron (A), SO 
only one value was computed, Mixing was accomplished by ad- 
ding distilled water to 150 grams of dry kaolin and blending 
with a standard spatula. Enough water was added to bring 
the moisture content to approximately 3% above the liquid 
limit (44%). After blending was complete, the sample, in a 
porcelain evaporating dish, was placed in dessicator which 
had been converted to a humidifier by removing the dessicant 
and placing water in the bottom. This aging period lasted 
twelve hours and was meant to permit a more thorough satu- 
ration of the sample, thus more closely approximating a homo- 
beneous material. The humidifier is shown in Figure 10, 

The sample was placed in the consolidometer as set 
forth by Marron (4), but it was especially attempted to 
equalize for each sample preparation the periods utilized 
in removing entrapped air. Again, it was thought that a 
closer approach to homogeneity of all samples throughout the 
testing would be gained by standardization of the prepara- 


55360٦٦ procedure. 





























! EL -——-‡— 1 س چہ‎ vy 














> رسد‎ Fight al 


٣۳ وک‎ mple 
MEE e n Water 


1 








Humidifier 
Figure 1O 
بیج‎ afe TR Final زرا‎ SE) 
a p 7 





CO 9 50 


mo E 7» 






Pp | 


| دا ی 






۱ cố ہے‎ 
122 





کک 
~ 
S‏ 


| 
E 
3 /3 do 


_Contimaos oadinmg | 


2 






N 
دا‎ 
6 ۱ 





ےد 


Jaole ل‎ - 





el, 


B. Static Loading Test 


Three series of static loading tests were run. 
The first, the so-called “usual test"y»was run as a pilot 
study to establish procedures and to become acquainted with 
the equipment. Increments of loading weré as follows (Tons 
DemSquarewloot ime و‎ 1/2-1) l-2, 2-hL, 4-8. 

The second test was labeled the small increment 
test and consisted of loadings as follows: 0-1/4, 1/4-1/2, 
1/2-1, 1-1 1/2, 1 1/2-2, 2-2 1/2, 2 1/2-3, 3-3 1/2, 3 1/2-4, 
beh 1/2, 4 1/2-5, 5-6, 6-7, 7-8. 

The third test was labeled the large increment 
test and consisted of loadings as follows: ہت‎ 1/2-1, 
l-2, 2-4, 4-8. 


À sample data sheet is contained in Appendix I. 
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C. Time-Dependent Loading Test 


À total of thirteen continuous loading tests were 
run. However, at the beginning of testing it was noted that 
the bellows had a slight permanent tilt to it. Upon appli- 
cation of load it became more canted until it no longer im- 
posed an axial load upon the specimen. Therefore, a new 
bellows was procured. AS a result, calibration became neces- 
sary. Calibration was simplified considerably from that 
mentioned by Marron (4) by use of a standard materials test- 
ing machine. Procedure was as follows: The bellows was 
placed in the machine so to prevent vertical expansion upon 
applying air pressure to the bellows, Air pressure was then 
gradually increased up to the maximum available in the local 
alr system, and a plot was made of this air pressure versus 
the pressure exerted by the testing machine, read directly 
off the machine dial in pounds. This calibration agreed 
precisely with that of the former bellows. The calibration 
curve is shown in Figure ll. The spring constant was deter- 
mined by attaching a spring scale to the bellows, exerting 
a vertical load while plotting the vertical expansion of the 
bellows versus the load in pounds read from the spring scale. 
This curve 1s shown in Figure 12. 

The procedure for operating this equipment is set 
107٣ igure 6, and às supplemented by information in the 


Materials and Apparatus section of this paper. 
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The rates of loading, and final loads imposed are 
set forth in Table l. Sample data sheets are included in 


Appendix II. 
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D. Permeability Measurements 


Permeability readings were taken throughout the 
testing runs as far as practicable. À constant head permea- 
meter as depicted in Figure 8 was used. The procedure for 
utilizing this permeameter is also included on Figure 8, 

Since considerable head was utilized in this per- 
meameter there was necessarily a delay before permeability 
readings could be taken. As set forth in Marron (4) sample 
uplift occurs. It will also be noted that readings were 
taken during the process of consolidation even though it 
was realized that values of K (coefficient of permeability) 
computed from these readings would be false. It was thought, 
however, that some relationship between the rate of loading 
and the variations of these computed values might become 


evident. 
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PART V. 
RESULTS 


Data from the three series of static tests and the 
twelve runs are presented graphically in Figures 13 through 
20. 

Consolidation readings were made directly, void 
ratio and porosity being computed from them, Permeability 
measurements were taken with the aid of a constant head 
manometer. 

Figure 13 represents the standard "void ratio vs. 
logarighm of pressure" relationship. It can be seen that, 
with slight exception, the slopes of all the relatively 
straight lines are equal. In fact, for the fifteen test 
runs represented on this plot, the only factor that seems to 
govern the position of one curve relative to another is the 
initial void ratio. The values for void ratio at the com- 
mencement of these tests varied from approximately 1.000 to 
1.400 and the values at the beginning of the plot varied 
Rom approximately 0.775 CỔ 02727 At the end of the plot 
the void ratio values varied from approximately .525 to ‚750, 
which fact indicates that little, if any, convergence or 
divergence of the curves occurs regardless of the rate of 
08۰ 

Figures 14 and 15 show the relationship of void 


ratio to time for the different loading rates. For static 





71 7 پوپ" 


00/ 


| gy. 240614 
jonsy ju >8 ۶ دوم ه ص‎ -mm | 
pera aem o d. c. am — - | 


bd +L- + —k- 


€ 1/۲30 2 ل2‎ INT 


1 - 


7 ELA = + 
yo 9G Z a 
« O17 = A 
a izer -lY 
- ١ OZ" 3 3 E ae 
« GIZ -| 3 
4 Ø/1- 8 | 
اړو ږ‎ - O ` 
à 6f/- © 


FOZ 10 
“5. ca O 


| SILY 7 


۳1 TINGGI A s r 


SA | 
ra E و‎ 
۱ i c | 


T m c4 








- a 


۷۱ ۰ .اه ک) 


مي 


1 vài 


1 
+.~~ .- 
| 
i 
: 


5 dị p? ۲۲7۷۷ 


i 
i 
+ 
t 


TELET 0 ۱ 
| E. 


1 








(say) 2477 


- ee prob. 
.—— خرف کر یں‎ 
~ ٠ +١ صم‎ 

1 1 
“amos ےس‎ 


ہے پوس چم 


+ ee eee 
i 1 

o `.‏ رن ا 
.. 


T 

پو داد 

+ + 

555 ds . 
ھم‎ 


e —— 


q —>- 


teta” 








34 


loadings it is seen that there is a definite trend toward 
smaller void ratio decrease with increase in load increment, 
although in each test the ultimate load was eight tons per 
square foot. 

For the time-dependent (continuous-loading) tests, 
however, the results are not as conclusive. It is seen, 
though, that the more rapid loading rates are tending to 
approach an assymptcte more rapidly and at a smaller void 
ratio change than the less rapid loading rates. 

Figures 16 and 18 depict the relationship of total 
strain with time for different loading conditions. As can 
be gathered from the void ratio plot (Figures 14 and 15), 
the total deformation is shown to be greater for more rapid 
tates of loading. This is again illustrated on the plot for 
the static test where considerably greater total strains 
were experienced for large incremental test runs than for 
small incremental tests. The so-called usual test, which 
was used as a pilot study, has increments of loading between 
those of the other two series; however, in spite of the fact 
that these usual tests were subject to more error since 
technique was not fully developed at that early stage of 
testing, the plot of total strain falls between the two ex- 
tremes of small increment and large increment. 

This effect is further illustrated by Figure 17 
which is a plot of total strain versus rate-of-loading at a 


particular time during testing, in this case 4 hours. 
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Although there is some scattering of points, the plotted 
curve seems to indicate that total strain increases at an 
ever-increasing amount as rate of loading increases. 

Figures 19 and 20 are graphical representations of 
permeability versus porosity for various loading conditions. 
Although a total of thirteen test runs were accomplished 
with the continuous loading device, no definite relationship 
between permeability and porosity could be discovered. 

Since the only true permeability value was the one measured 
at the conclusion of loading, only one value could be plot- 
ted for each run. No two values were the same, even when 

the same rate of loading was applied. It must be noted, how- 
ever, that the total spread between permeability values was 
from .083 cm/sec x 1076 to 0.12 cm/sec x 1079 while the load- 
ing rates varied from 1.1 TSF/HR to 2.75 TSF/HR and the final 
load values varied from 11,60 TSF to 15.80 TSF. 

For the static tests, however, a continuous curve 
could be plotted, since values for permeability were meas- 
ured at the equilibrium point after every load increment. 

The curves plotted essentially parallel, and the permeability 
values for the large increment test runs were consistently 
larger than the values for the small increment test runs. 
Again, the usual test values lay between these two extremes. 

A plot of permeability-versus-time for these same 
static tests (Figure 21) seems to substantiate the above 


results since there is a tendency for permeability to be 
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greater for the large incremental test than for the small 
incremental test with values for the usual test falling 


between these two extremes. 
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E 
DISCUSSION 


A. Static Tests 

Six runs, two each of large increment, small in- 
crement and usual increment, were conducted in the series of 
static tests. Although these tests constituted a slight 
change from the standard consolidation tests, the course of 
testing was nonetheless followed at the suggestion of Mar- 
Bon li. 

The results of the tests are both interesting and 
applicable. The fact that total strain and resultant void 
ratio decrease is larger for a large incremental load appli- 
cation could have far-reaching effects in construction. 
Most foundation designs are based on an allowable differen- 
tial settlement. The fact that large increments of loading 
cause greater total consolidation than small increments of 
loading, even though the final total loads are equal, leads 
to the possibility of greater differential settlement under 
these large incremental conditions. 

This phenomenon can probably be explained by 
hypothesizing that the smaller load increments cause less 
disturbance to the structure of the clay and concurrently 
allow more opportunity for the natural structure to develop 
than do the large increments. Therefore, it is conceivable 


that less total strain would take place if the structural 








باب 


strength had built up to a greater extend under the smaller 
increments. 

There are limitations to this concept, however, 
and far from the least of these is the fact that the study 
G110 000v 1 ideal maverial pure Kaolinite, Ol courses 
for the sake of study homogeneity simplifies the interpre- 
tation of results, but whether any field conditions approach 
this is another question entirely. 

Figure 19 illustrates that the permeability is 
greater at time t and at porosity n for large increment thar 
for small increment tests. It would seem, from the fore- 
going discussion, that the smaller increments would produce 
the large permeabilities since the total strain and void 
ratio change is less. Thus a question and 4 conflict arise. 

It is readily seen that this line of testing pre- 
sents interesting possibilities and certainly merits further 


research. 
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B. Time-Dependent Loading Tests 


Thirteen so-called continuous loading tests were 
conducted as a refinement of the standard static testing. 
Previous work by Marron (4) had been hampered by the lack 
of a dependent variable loading device. The electric motor-- 
gear train--belt and pulley arrangement was a great improve- 
ment over his bubbler but is not the final answer. The 
valve stem of the air pressure regulator valve became ex- 
tremely difficult to turn as the pressure was increased. 
Therefore, at relatively high pressures (40 psi) slippage of 
the belt on the pulleys occurred. As a result, pure time- 
dependent loading was not always obtained and the final pres- 
sures were not always as large as desired. A gear drive in- 
stead of the belt and pulley drive would solve this problem. 
Nevertheless, the tests as a whole proved quite satisfactory. 

These tests seem to verify the results of the 
static tests in that the more rapid loading rates produced 
the greatest total strains and void ratio changes. 

No such verification can be gathered from the plot 
of permeability versus porosity (Figure 19). The scatter- 
ing of values is too random to permit the formulation of a 
general relationship. Perhaps if more time had been allowed 
to elapse after the discontinuation of additional loading 
before the reading of permeabilities, a relationship could 
be developed. Since there is such a small spread relative- 


ly, however, (from .083 to .12 cm/sec x 107°) a general 
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statement can be made. From the results of this series of 
tests there is relatively little effect upon permeability of 


rate of time-dependent loading. 
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C. General 

The resul@emot muneses tests yo rtnouea Lo Ben mex 
tent conclusive, bring to the author's mind many ideas for 
furthering the study. 

A direct result of the time limitation is the fac- 
tor of human error. In a research problem such as this the 
innumerable variables present in the raw a in this 
case soil, are further compounded by the variation in tech- 
nique of testing. Even though the soil samples are prepared 
with great diligence, no two samples are exactly alike. 

This alone accounts, more than likely, for most of the error 
in the test results. The plot of void ratio versus log of 

pressure (Figure 13) is a prime example. If the samples hac 
all been prepared equally, the plot would have been one line. 

Of course, the human error decreases as technique 
is improved and experience is gained. 

If any further testing is mT Ole 
lowing suggestions are offered: 

(1) The loading block of the consolidometer 

should be attached to the loading beam of 

the loading apparatus. This will eliminate 
much of the initial disturbance and early 
false readings caused by the relatively heavy 
weight of the block resting on the sample and 
yet not being included in the measured ap- 


plied pressure. 
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A gear train should be fabricated to replace 
the belt and pulley drive. This will insure 
constant time-dependent loading. 

The testing program should include series of 
tests at various rates of loading. At each 
rate of loading tests should be run from 

0-1 TSF, 0-2 TSF, 0-3 TSF, up to 0-16 TSF. 
When each of these predetermined loads are 
reached, permeability readings should be 
taken after a predetermined waiting period 
to allow equilibrium to take place. 

An automatic recording device (i.e., photo- 
graphic) should be utilized especially dur- 
ing the initial half hour of testing. The 
process takes place too rapidly to permit 
accurate readings by eye. This record should 
include the manometer readings during the 
initial stages when water is forced back into 


the tube. 


) 


دم 
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PART VII. 
CONCLUS IONS 


l. The utilization of an electric motor--gear train--belt 
and pulley device in conjunction with a Conbel 
loading apparatus is feasible and provides very 
good Control in consolidation experiments. 

2. There is a relationship between rate of loading and 
total consolidation. The larger the increment or 
the more rapid the rate of loading, the greater 
the total consolidation and the greater the re- 
sultant decrease in void ratio. 

3. The fact that increment of loading does affect the per- 
meability--porosity relationship is an indication 
that rate of loading does play a part. Although 
this same plot for the various rates of continuous 
loadings was inconclusive, certainly further study 
along this line is warranted. 

bh. The assumptions by Schiffman (5) that permeability is 
not constant under varying loading conditions dur- 


ing the consolidation process are valid. 
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APPENDIX À 


oample Raw Data 


otatic Loading Tests 
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SIMPLE CALCULATIONS 
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Ze 2e 
AQ = flow of water (cc) ۹ mE 
t = time ( secones) 
L= Average leng +h of Sample ےت‎ TE 
: head of permeameter (16.6 Cm ) 


H 
Az area of Sample (4.906 in?) 
K 


Coefficient of permeability (*" Lero) 


AQ 1234 AGL 
T 
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APPENDIX B 


Sample Raw Data 


Time-Dependent Loading Tests 
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